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ABSTRACT 

Combustor  modelling  methods  involving  stirred  reactor  networks  require 
information  on  the  volumes,  inter-connections,  mixedness  and  flowrates  cf  the 
individual  reactors.  It  is  here  proposed  that  the  response  of  the  system  to  a 
pseudo-random  binary  sequence  (PRBS)  stimulus  can  be  used  advantageously  to 
fulfill  this  need.  A  survey  is  presented  of  the  theory  of  the  technique  and 
method  of  interpretation  of  the  results.  The  practicability  of  the  method 
has  been  investigated  experimentally  using  a  water  model  of  a  ga  turbine 
combustor;  salt  solution  tracer  was  introduced  into  the  primary  flow  in  a 
PRBS  and  the  conductivity  at  different  points  throughout  the  chamber  was 
used  to  determine  the  impulse  response  and  Z-transform.  The  results  confirmed 
the  anticipated  sensitivity  of  the  technique.  Finally,  the  extension  of  the 
technique  to  the  quantitative  identification  of  non-linear  elements  is 
presented. 


INTRODUCTION 


The  ultimate  objective  of  combustion  research  is  the  optimization  of 

practical  combustor  designs.  Typical  combustors  (e.g.  gas  turbine  combustors) 

involve  the  simultaneous  interacting  processes  of  three-dimensional  turbulent  flow, 

two-phase  evaporating  droplets,  mixing,  radiation  and  chemical  kinetics.  At  the 
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present  time  numerical  prediction  algorithms  are  becoming  available  ’  which  can 
model  all  these  processes  to  compute  the  hydrodynamic,  thermodynamic  and  chemical 
quantities  throughout  a  three-dimensional  field.  Complementary  stirred  reactor 
network  algorithms  permit  the  prediction  of  minor  constituents  (pollutants) , 
again  including  such  effects  as  droplet  evaporation  and  unmixedness^ '  *  . 

Current  pressures  to  minimize  pollutant  formation,  improve  efficiency, 
tailor  the  pattern  factor  and  widen  the  turndown  ratio,  together  with  the 
developing  requirement  to  use  mpre  aromatic  fuels,  and  even  synthetic  or  coal 
derived  fuels,  suggest  that  the  initial  stages  of  combustor  design  would  be 
greatly  facilitated  by  reliable  mathematical  models  based  on  fundamental 
principles. 

In  order  to  represent  a  gas  turbine  combustor,  the  present  numerical 
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finite  difference  algorithms,  Fig.l.  typically  require  about  3000  grid  cells  , 
whereas  the  reactor  network  models  utilize  about  7  reactors.  Fig. 2. 

The  former  model  yields  details  of  the  spatial  distribution  but  would  require 
excessive  computer  time  if  complex  kinetic  equations  were  included.  The 
latter  model  forfeits  spatial  resolution  but  permits  complex  chemical  kinetic 
schemes  to  be  incorporated.  It  is  anticipated  that  the  models  can  be  eventually 
united  by  invoking  the  fact  that  optimum  local  grid  size  (for  both  models)  is 
largely  determined  by  the  turbulence  macro-scale.  Thus  spatial  inhomogencities 
in  the  fuel  feed  are  smoothed  in  a  single  stage  stirred  reactor  having  transverse 
dimensions  of  the  order  of  the  macro-scale.  Similarly  in  the  finite  difference 
formulation,  at  least  one  grid  point  is  required  in  a  shear  layer  whose 
dimensions  are  again  determined  by  the  turbulence  macro-scale. 


On  the  other  hand,  the  turbulence  micro-scale  determines  the  degree  of 

mixing  at  the  molecular  level  and  hence  the  maximum  possible  completeness  of 

combustion.  In  both  models,  the  micro-mixing  is  often  characterized  by  a 

turbulence  dissipation  parameter  such  as  the  eddy  break-up  paranKter^,  or 
3 

the  Tgjj  parameter  ,  Whilst  the  parameter  will  easily  permit  the  prediction 
of  pollutant  formation  due  to  unmixed  and  hence  unbumed  material  by: 

"cj  «a.  ■  ^  <1) 

it  does  not  directly  allow  for  non-linear  effects  in  the  chemical  reactions. 

The  significance  of  these  effects  depends  on  the  amplitude  of  the  fluctuations 
and  the  extent  of  the  non-linearities.  In  the  case  of  MO^  formation,  it  is 
well  known  that  the  kinetic  equations  have  high  activation  energies  and  are 
therefore  very  non-linear.  Previous  efforts  to  account  for  this  effect^  have 
used  the  concentration  variance  g  to  compute  the  yield  of  however  the 

problem  remains  to  predict  g  for  a  given  combustor  design. 

A  further  problem  arises  if  we  wish  to  characterize  a  single  reactor  in 
a  reactor  network.  Frequently,  there  is  strong  backmixing  or  re-cycle  in  the 
network  and  the  boundaries  of  a  single  reactor  are  often  drawn  round  the  whole 
volume  incorporating  the  backmixing.  It  is  here  proposed  that  the  longitudinal 
extent  of  a  single  reactor  is  determined  by  either;  the  distance  before  the 
stream  is  divided  (or  joined  by  a  second  stream),  or,  the  distance  by  which  the 
turbulence  decays  to  the  level  of  negligible  mixing.  The  transverse  extent  of 
each  reactor  is  determined  by  the  turbulence  macro-scale  ra  discussed  above. 
Backmixing  is  thus  defined  by  the  flow  rates  and  interconnections  between  the 
elementary  reactors,  and  parameters  such  as  blow-off  only  have  meaning  for  that 
part  of  a  network  incorporating  all  recycle  paths.  Each  elementary  reactor 
therefore  experiences  a  form  of  plug-flow  with  a  specified  degree  of  micro- 
m'xing,  and  the  mixing  becomes  zero  in  the  conventional  plug  flow  part  of  the 
combustor,  thus  limiting  the  combustion  efficiency  as  indicated  in  Eq.V. . 

In  order  to  approach  this  'ideal'  reactor  network  experimentally,  powerful 
techniques  are  required  and  the  purpose  of  this  paper  \s  to  present  some 
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appropriate  procedures  based  on  tracer  response.  The  method  is  also  i 

applicable  to  the  coalescence/dispersion  (C/D)  micromixing  model^. 

In  the  C/D  model,  micromixing  is  sifliulated  by  considering  the  reacting 

mass  to  be  made  up  of  a  large  number  of  equally  sized  'eddies'  behaving  as 

small  batch  reactors.  Eddies  undergo  collision  from  time  to  time  (at  a  mixing 

frequency  B)  and  equalize  concentrations  when  this  happens.  The  dimensionless 

parameter  I  ■  B/ct,  where  a  =•  l/(mean  residence  time  x  )  ,  is  analogous  to 

m  s  SD 

as  shown  in  Fig. 3.  Computation  proceeds  by  randomly  selecting  a  pair  of  turbules 
within  the  reactor  which  average  their  properties  at  each  interaction  time 
interval  (x  /I  N) ,  where  N  is  the  total  number  of  turbules.  Whenever  a  feedtime 
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interval  (x^/N)  has  elapsed,  one  turbule  is  selected  at  random  to  be  removed 
from  the  reactor,  and  is  replaced  by  fresh  feed.  However,  as  indicated  by  Pratt, ^ 
provided  B  is  known,  the  C/D  model  can  also  be  used  to  obtain  both  the  mean 
and  standard  deviation  of  parameters  such  as  temperature  and  concentration  at 
the  combustor  exit,  together  with  their  various  correlations.  The  model  thus 
allows  for  non-linear  chemical  kinetic  rates.  In  the  case  of  the  Xg^  model, 
the  conventional  treatment  can  be  regarded  as  reducing  the  reactor  volume  to 
allow  unmixed  material  to  pass  through  unreacted^with  the  remainder  of  the 
reactor  acting  as  a  perfectly  stirred  system.  This  is  reasonably  true  for  gas 
turbine  primary  zones  since  Xg^  is  so  high.  If  the  variation  of  the  temperature 
and  concentration  about  the  mean  could  be  related  directly  to  X„_,  then  by  analogy 
with  a  B/<3  model,  it  is  possible  to  divide  the  reactor  into  'cells'  operating  at 
appropriate  conditions  and  thus  allow  for  the  non-linear  chemical  kinetic  effects. 
The  advantage  of  this  approach  compared  to  the  C/D  model  is  that  it  elimii  ates 
the  computer  generated  random  selection  procedure  and  is  therefore  more  effi.’ient 
in  the  use  of  computer  time. 


Tracer  stimulus  response  techniques  have  been  previously  applied  to  the 
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study  of  chemical  reactor  design,  residence  time  distribution  in  conbustors, 

mixing, turbulence, etc.  However,  the  present  study  has  evolved  largely  from 

methods  developed  for  process  control  and  controller  design  in  which  stimulus 

12-14. 

response  is  used  to  identify  transfer  functions  and  fit's^ochastic  models. 


la  spite  of  Che  diversity  of  Che  fields  and  applications,  the  techniques  and 
Che  relevant  theories  are  basically  Che  same  and  a  good  introduction  to  the 
subject  is  given  by  Godfrey. 

In  the  experiments,  the  system  is  disturbed  by  a  suitable  input  signal,  and 
Che  resulting  system  response  together  with  Che  input  signal  are  analysed  by  a 
variety  of  techniques  to  gain  valuable  information  about  the  dynamics  of  the 
system. 

Examples  of  forcing  functions  are:  pulses,  steps,  sinusoids,  random  (noise), 
and  pseudo-random  binary  sequences  (PRBS).  Although  in  principle  the  same 
information  can  be  gained  irrespective  of  the  form  of  the  input  signal,  the  PRBS 
is  a  much  more  useful  and  powerful  signal,  and  it  is  well  established  and  widely 
used  in  Che  field  of  process  control.  On  the  other  hand  step  and  pulse  functions 
are  Che  dominant  forms  of  input  signals  which  have  been  used  in  combustion  and 
reactor  design  studies,  with  little  or  no  practical  use  of  the  PRBS. 

As  will  be  shown  later,  the  advantages  of  the  present  approach  are  as 
follows: 

a)  Che  PRBS  is  on  the  average  a  steady  state  function  and  the  combustor  can 
therefore  be  operated  at  practically  steady  state. 

b)  Che  amplitude  of  pulse  or  step  signals  would  have  to  be  relatively  large 
compared  Co  the  PRBS  disturbance  and  this  can  result  in  system  overloading 
and  unquantified  non-linearities. 

c)  for  a  given  signal/noise  ratio  the  experimental  time  is  relatively  modest. 

d)  many  disturbance  frequencies  are  generated  for  one  easily  generated  code. 

e)  special  methods  described  below  can  be  used  to  identify  the  non-lir^ar 
elements  of  the  system. 

f)  quantitative  estimates  can  be  made  of  the  turbulent  mixing  'noise' 
contribution  to  the  response. 

The  generation  of  a  PRBS  may  be  easily  accomplished  with  a  shift  register 
connected  as  shown  in  Fig.  4.  The  number  of  stages,  sequence  period  and  feedback 
connections  are  shown  in  Table  I.  The  sequence  may  be  started  with  any  non-zero 

% 
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value  in  one  or  more  of  the  registers,  and  it  will  be  noted  that  m  registers 
provide  a  sequence  period  of  2™-l.  A  second  class  of  PRBS  sequence  based  on 
quadratic  residue  codes  is  described  in  Ref.  16. 


THEORY  (LINEAR  SYSTEMS) 

As  illustrated  in  Fig. 5,  a  linear  system  with  input  signal  i(t)  having  an 
impulse  response  h(t)  produces  a  response  signal  y(t)  which  together  with  the 
noise  due  for  exanple  to  turbulence  n(t)  results  in  a  measurable  output  signal 
Z(t)  thus 

Z(t)  -  y(t)  +  n(t)  (2) 

The  process  response,  y(t),  is  given  by  a  weighted  sum  of  inputs  which  have 
occurred  in  the  past.  Thus  the  past  inputs  are  multiplied  by  the  weighting 
function  (or  impulse  response)  h(t)  as  given  by  the  convolution  integral: 

y(t)  >  I  h(t,)  i  (t-t,)dt  (3) 

j  ^  '■ 

o 

In  practice,  inputs  occurring  at  times  in  the  past  greater  than  the  settling 
time  Tg  have  no  effect  on  the  present  output  so 

Ts 

y(t)  -  f  h(tj^)  i  (t-tj^)dtj^  (4) 

^  o 

Thus  from  Equns  2  and  4. 


Z(t) 


h(tj^)  i  (t-c^dtj^  +  n(t) 


(5) 


The  cross-correlation  function  between  the  two  signals  i(t)  and  Z(t)  is  given  by 


R.  (T)  =»  lim 


*  rr 


i(t)  Z(t+T)dt 
-T 


(6) 


and  similarly  the  auto-correlat ion  function  of  a  signal  is: 


R..(t)  -  1 
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lim  i  f  i 


i(t)  i  (t+T)dt 


(7) 


The  auto-correlation  thus  represents  the  similarity  of  a  signal  with  a  time 

shifted  version  of  itself.  For  example  if  a  wide  hand  noise  is  compared  with  a 

time  shifted  verion  of  itself,  only  a  small  time  shift  is  required  to  destroy  the 

\ 

In  the  limiting  case  of  white  noise,  the 


similarity,  which  does  not  recur. 


the  auto-correlogram  is  a  Dirac  delta  function  at  zero  phase  shift.  Pseudo-random 
binary  signals  have  levels  ±  1  (so  that  correlation  only  involves  addition  and 
subtraction)  and  may  only  switch  level  in  a  p re-determined  sequence  at  time 
intervals  At.  The  sequence  repeats  after  S  intervals  (period  T^=*  NAt)  yielding 
an  auto-correlelograra  which  is  similar  to  a  truly  random  signal  as  shown  in  Fig.6. 
It  is  this  property  which  makes  a  PRBS  a  useful  signal  to  study  the  system  responst 
since  the  relationship  between  the  input-output  cross  correlation  function  and  the 


input  auto-correlation  function  is 

T 


h(tp 


where  R.  (t)  represents  the  cross-correlation  between  the  input  and  noise 

m 

signal  n(t).  For  a  long  correlation  time  (depending  on  signal/noise  ratio  as 
discussed  below)  and  assuming  that  the  noise  signal  is  unaffected  by  the  input 
signal,  we  obtain  Rj^^(t)  =  0.  Now  assuming  R^^^  could  be  represented  by  a  Dirac 
delta  function,  Eqn.  8,  would  become  the  convolution  of  the  impulse  response  with 
the  Dirac  function  (for  times  less  than  T  =  NAt).  Now  a  useful  property  of  the 
Dira  delta  function  is  that  its  convolution  with  the  function  yields  the 
function,  i.e. 


'  (S(t-t  )  f(t)  dt  =  f(t  )  if  a  <  t„<  b 

4  °  (9) 

=0  if  a  b  interval  does  not  contain  t  . 

o 

It  therefore  follows  that  the  cross-correlation  between  input  and  output  signals 


would  approach  in  the  impulse  resnonse 


R.  (T)  -  K.h  (T) 

IZ  i 


where  depends  on  the  energy  of  the  input  pulse. 

However,  Fig. 5.  shows  that  for  a  PRBS  with  a  period  greater  than  the  settling 


time  (Tg) 


one  auto-correlation  triangle  of  height  (I  +  jj)  appears  in  the 


period  together  with  a  d  c  level  of  -  i.  Provided  that  At  is  small  with  respect 
to  the  time  constants  of  the  process,  i.e.  h(t)  is  approximately  constant  over 


the  width  of  the  auto-correlation  triangle,  the  mul tipHcation  and  integration 

% 
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of  Eq.  8.  produces 


s 

At  h  (T)  -  i  |h  (t^)  dt^  + 


R.  (Z) 
in 


(11) 


where  the  second  term  is  a  d.c.  level,  with  the  integral/  h(tj^)dtj^  being  the 

■q 

steady-state  gain  of  the  process.  Over  a  long  integration  period  the  correlation 
» 

(Z)'*’0.  Thus  the  system  dynamics  can  be  conveniently  studied  with  the  aid 
of  equation  (11) . 

The  results  of  PR^S  experiments  may  be  expressed  either  as  the  weighting 
sequence  (impulse  response)  for  discrete  points 


Nl 

Z^  »  S  w  i,  plus  bias  plus  noise 

t  j  3  1-3 


(12) 


or  in  terms  of  the  Z  transform  (which  is  a  closed  form  representation  of  the 
weighting  sequence). 


Z 

t 


-1  " 

w  r  b .  w 

I  I 

n 

I  ♦  E  a .  w 
1  ^ 


i 

t 


P 

1  +  E  d. 

n  ^ 


n 


t 


(13) 


where  w  is  the  shift  operator  defined  as  w  j  ^  represents  the  time 

delay  in  the  system  and  n  is  the  order  of  the  system  transfer  function.  The 

objective  of  the  Z  transform  model  analysis  procedure  is  to  evaluate  the 

coefficients  and  order  of  the  polynomials  which  give  the  best  fit  between  the 

model  predictions  and  the  experimental  data. 

Amongst  the  generally  available  identification  techniques  including 

correlation  methods,  instrumental  variables,  maximum  likelihood,  etc.  the 
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generalized  least  square  (CLS) .algorithm  his  proved  to  be  statistically 
sufficient  and  is  linear  in  its  fonmilation.  The  algorithm  can  provide  unbiased 
estimates,  a  desirable  feature,  as  data  required  for  the  formulation  of  simple 
dynamic  models  is  almost  always  corrupted  by  correlated  noise  and  the  need  to 
evaluate  unbiased  estimates  of  the  process  model  and  of  the  noise  becomes 
apparent.  Additionally  means  exist  to  apply  various  diagnostic  checks. 
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Equacicm  13  can  be  re-expreaaed  (upon  removal  of  any  system  integrations 


by  data  differencing)  in  the  following  convenient  form 

-k  AD 

=■  w  “C  “t 

where  A,  B,  C  and  D  represent  the  polynomials  in  w  ^ .  Thus  unless  ADC  ^  =  1 
the  process  parameter  estimates  using  simple  least  squares  will  be  biased. 
Hence  the  GLS  aims  to  transform  the  term  ADC  ^n^  to  an  uncorrelated  sequence 
n^  via  the  following  steps: 

i)  The  process  parameters  (aj^.bj^)  are  initially  estimated  using  an  ordinary 
least  squares  algorithm. 

ii)  The  residuals,  viz 

®t  ”  ^t  “ 

(where  ^  denotes  estimated  values)  are  analysed  to  be  subsequently 
transformed  by  autoregression. 

K  ■  “t 

A 

iii)  The  process  input  and  output  are  filtered  with  the  autoregression  F 
to  yield: 

F  .F 

+  FZ^  and  i^  =•  Fi^  (16) 


.  F  F 

iv)  i^  and  Z  are  used  to  obtain  a  new  least  squares  fit  to  commence  another 


iteration  cycle  proceeding  from  step  ii. 

The  final  model  is  expressed  in  the  form 

A(FZ^)  =  w"*^  B  (Fij.)  +  n^.  (17) 

The  validity  of  the  estimated  process  and  noise  models  given  by  the  GLS 
algorithm  have  to  be  established  by  diagnostics  checks  for  the  statistical 
properties  of  the  models.  Currently  available  diagnostic  algorithms  utilize 
model  order  tests  including  determinant  ratio  teat,  F-ratio  test,  loss  function 
analysis,  pole-zero  cancellation  and  tests  for  independence.  In  addition. 
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auto~correlacions  of  Che  residuals  and  cross-correlations  of  Che  inpuc  and  Che 

residuals  can  be  employed  to  reveal  the  adequacy  of  the  fitted  model. 

Tentative  values  for  the  time  delay  and  model  order  can  be  obtained  via 

the  impulse  response  evaluated  directly  by  cross-correlation  of  the  input  and 

output  for  white  inputs,  Eqn.  10.  An  alternative  means  of  extracting  the  same 

14 

intormation  is  to  use  the  dete rminant  rat lo  test  .  The  test  is  especially 
valuable  in  that  it  limits  the  number  of  possible  model  orders  and  associated 
time  delays  prior  to  parameter  estimation  if  the  signal  to  noise  ratio  is 
reasonably  high. 

Loss  function  analysis  and  the  associated  F-ratio  test  are  employed  once 
the  process  and  noise  models  have  been  derived  by  the  GLS  algorithm.  They 
are  primarily  concerned  with  the  behaviour  of  the  error  function  in  the 
neighbourhood  of  taken  to  correspond  to  the  actual  system  order. 

Additionally,  residual  manipulation  in  terms  of  auto-correlation  functions  provide 
a  critical  assessment  of  the  structure  and  order  of  the  estimated  model.  The 
auto-correlation  function  of  the  residuals  is  employed  to  yield  an  indication  of 
the  whiteness  of  the  residuals.  The  cross-correlation  function,  on  the  other 
hand,  establishes  the  statistical  independence  of  the  residuals  and  the  process 
input . 

The  design  of  experiments  and  the  interpretation  of  the  results  require 

particular  consideration  which  may  be  illustrated  by  reference  to  the  more 

familiar  step  test  Fig. 7.  Indeed  it  is  often  convenient  to  carry  out  a  step 

test  to  obtain  criteria  (T,,T  ,T  and  noise  variance)  for  the  design  of  the 

dps 

PRBS  experiment.  The  criteria  to  be  fixed  are  the  digit  interval  At,  the  period 
NAt  and  the  signal  amplitude  ia,  determined  as  follows: 

1.  Clearly  the  PRBS  time  Interval  At  must  be  short  compared  with  the  system 
tine  delay  k  if  precision  in  the  measurement  of  k  Is  to  be  attained. 

2.  The  time  interval  At  should  also  be  short  compared  to  the  estimated  time 

constant  T  of  the  system  (Fig. 7.)  although  there  is  no  advantage  in  excessivly 
P 

short  intervals  and  they  would  result  in  a  decrease  of  the  signal  to  noise 


ratio  oC  the  output  measurements. 

3.  The  period  N  T  should  be  about  1.25  to  1.5  times  the  settling  time  T  .  If  the 

3 

lag  T  is  a  first  order  time  constant,  then  T  "V  5T  .  Longer  periods  may 
P  3  P 

introduce  problems  due  to  signal  drift  although  this  can  be  reduced  by  trend 
analysis. 

4.  The  ainplitude  a  should  be  the  largest  which  does  not  cause  undue  disturbance 

to  the  system.  This  follows  since  the  first  two  teirms  on  the  right  hand  side 

2 

of  equation  11  increase  as  a  whereas  only  increases  linearly  with  ct. 

5.  The  sampling  interval  of  the  output  measurement  should  preferably  be 
synchronized  to  the  start  of  PRBS  steps.  More  than  one  sample  per  At  interval 
will  result  in  more  data,  which  can  be  used  either  to  digitally  filter  the 
input,  thus  improving  the  effective  signal/noise  ratio,  or  the  resulting 
weighting  sequence  can  be  smoothed  since  it  will  consist  of  more  points. 

The  static  gain  G  of  the  system  can  be  estimated  from  the  sum  of  the 
weighting  sequence  ordinates  or  by  the  relation: 

G  »  E  b./(l  +  E  a.)  (18) 

1  1 

However,  the  signal/noise  ratio  is  better  if  a  simple  step  test  is  used  to 

19 

obtain  G  rather  than  a  PRBS 

It  is  shown  in  Fig. 8.  from  reference  20  that  simple  step  response  tracer 
results  are  insensitive  to  factors  such  as  recirculation  ratio  unless  very 
precise  measurements  are  obtained  in  the  vicinity  of  the  roll-over  point  in  the 
response  curve.  This  region  corresponds  to  the  peak  region  of  the  impulse 
response  curve,  and  it  will  be  shown  below  that  this  is  precisely  the  zoue 
where  PRBS  methods  give  detailed  results. 

EXPERIMENT  AND  RESULTS 

Due  to  our  limited  understanding  of  the  reactor  network  and  turbulence/kinetic 
interactions  in  gas  turbine  combustors,  an  experimental  technique  which  can  be 
applied  in  such  complex  three-dimensional  flows  is  plainly  required  to  study 
the  phenomena.  As  a  first  step,  the  use  of  tracers  in  a  water  model  has  been 
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investigated.  One  important  difference  between  water  models  (or  air  models) 
and  hot  coniustion  flows  is  that  the  former  are  isothermal.  If  geometrical 
similarity  is  maintained  and  Reynolds  numbers  are  chosen  to  ensure  that  the 
model  flow  is  turbulent,  then  as  a  result  of  the  well  known  jet  similarity 
characterist ics ,  the  flow  patterns  in  the  water  model  and  prototype  will  be 
closely  related.  Using  "partial  modelling"  (21)  methods,  in  which  the 
diameters  of  the  holes  in  the  combustor  wall  are  increased  in  proportion  to  the 
square  root  of  the  cold  jet  to  the  hot  chamber  gas  density  ratio,  the  relative 
velocities  and  flow  patterns  are  even  more  closely  modelled.  The  model  is  not 
abl.-  to  take  full  account  of  the  effect  of  heat  release  on  the  turbulence 
structure,  nor  the  effect  of  the  turbulent  fluctuations  on  the  local  heat  release 
rate.  Thus  the  micromixing  'noise'  measurements  will  not  be  valid,  however, 
deductions  concerning  the  reactor  network  should  be  close  approximations  to  the 
situation  in  a  hot  combustor.  Some  extensions  of  the  techniques  to  direct 
measurements  in  hot  combustion  systems  will  be  discussed  later. 

In  the  experiments  a  full  scale  water  model  of  a  research  combustor  of 
dimensions  shown  in  Fig. 9.  was  constructed.  Salt  solution  could  be  injected 
at  different  points  through  a  hypodermic  needle,  although  in  the  results  reported 
here  the  salt  was  always  injected  through  one  of  the  primary  holes  since  we  are 
particularly  interested  in  the  primary  region  of  the  combustor.  The  salt  flow 
was  modulated  by  a  solenoid  valve  controlled  by  an  LSI-11  computer,  and  the 
salt  concentration  was  measured  by  a  conductivity  micro-probe  which  could  be 
positioned  accurately  anywhere  in  the  chamber.  A  detailed  description  of  the 
experimental  set  up  and  measuring  system  is  given  in  Ref.  22. 

The  investigation  employed  PRBS  and  step  signals  respectively  as  the 
system  modes  of  excitation  for  parameter  estimation  purposes.  The  particular 
PRBS  adopted  used  a  bit  interval  At  of  1-1  sec  with  a  15  bit  period  fed  to  the 
solenoid  valve.  A  number  of  measuring  stations,  representative  of  the  distinct 
mixing  zones  in  the  combustor  were  chosen  (as  shown  in  Fig. 9.)  for  identification 
and  parameter  estimation.  ^ 

% 


A  typical  sequence  of  operational  steps  in  the  analysis  is  as  follows: 

A  determinant  ratio  test  was  used  to  limit  the  number  of  possible  model  orders 
for  the  range  of  time  delays  suggested  by  the  deconvoluted  impulse  response. 

GLS  parameter  estimation  was  then  applied  for  varying  model  orders  and  time 
delays.  Typically  noise  model  orders  of  10-15  were  adopted  in  an  iterative 
scheme  of  5-10  steps.  Diagnostic  checks  comprising  mainly  the  evaluation 
of  the  a  c  f  of  the  residuals,  the  c  c  f  between  the  input  sequence  and  the 
residuals,  and  pole-zero  cancellation  were  applied  for  varying  model  orders 
and  time  delays.  Parameter  estimation  and  subsequent  validation  were  carried 
out  in  a  strict  iterative  manner.  Finally  the  impulse  response  corresponding 
to  the  estiiMted  model  was  computed  and  this  was  compared  with  the  original 
weighting  sequence  obtained  from  the  cross-correlation  o^  the  input/output  data. 

The  results  obtained  using  step  changes  in  salt  concentration  are  illustrated 
in  Fig.  10.  The  sharp  cut-off  at  Station  2  within  the  primary  jet  is  clearly 
demonstrated.  The  recirculation  in  the  primary  zone  which  behaves  as  a  group 
of  stirred  reactors  as  defined  above  is  clearly  illustrated  by  the  response 
at  Stations  1,  7  and  8.  The  time  constant  of  the  exponential  decay  together 
with  the  known  primary  flow  rate  of  0.075  £/s  indicates  an  effective  volume  for 
this  group  of  reactors  of  0.2  t  which  is  consistant  with  the  anticipated  value. 
This  clearly  illustrates  that  turbulent  exchange  and  recirculation  involves 
virtually  the  whole  volume  of  the  primary  zone,  rather  than  one  sixth  which 
could  be  inferred  by  the  cyclic  symmetry.  The  series  response  of  the  secondary 
zone  is  indicated  by  the  results  at  station  12.  Correcting  the  measured  time 
constant  for  the  effect  of  the  primary  zone  and  the  additional  secondary  flow 
gives  the  effective  voIum  of  the  secondary  stirred  reactor  as  0.15  1. 

Turning  next  to  the  PRilS  technique,  some  of  the  Z  transform  results 
obtained  are  given  as  follows: 


\ 
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Station 

Location 

Order 

Time  Delay 

“2 

•’1 

*>2 

7 

Primary 

1 

2 

>•0.572 

- 

112.9 

- 

13 

Primary 

2 

1 

-0.753 

-0.117 

3.16 

-116.5 

9 

Secondary 

2 

3 

-0.293 

-0.293 

-78.3 

-61.8 

14 

Dilution 

2 

4 

-0.339 

-0.528 

-17.'l 

-112.3 

The  corresponding  weighting  sequences  (impulse  responses)  are  shown  in  Fig.  1) 
Integrating  these  curves  gives  a  representation  of  the  step  response  which  can 
be  used  to  determine  the  effective  network  volumes  as  discussed  above.  However, 
the  integral  tends  to  mask  the  detail  which  can  be  seen  near  the  peak  of  the 
impulse  curves  as  clearly  illustrated  by  comparing  the  two  cases  at  Station 
14  (Fig.  11),  thus  it  appears  that  the  anticipated  advantages  of  the  PRBS 
method  may  be  realized  in  practice. 

The  experimentally  determined  impulse  response  at  Station  9  is  particularly 
interesting  since  this  point  is  on  the  opposite  side  of  the  axis  to  the  trace 
injection.  The  response  at  this  point  is  therefore  due  to  turbulent  exchange 
rather  than  convection,  and  the  fact  that  it  is  almost  identical  to  that  above 
the  axis  confirms  the  results  discussed  above  concerning  the  effective  volume 
of  the  primary  zone.  The  effect  of  this  recycling  reactor  group  size  is  to 
increase  the  throughput  at  blow-off,  that  is,  enlarge  the  stability  loop  and 
altitude  performance,  as  discussed  in  Ref.  23. 

The  relationship  between  the  Z  transform  formulation  and  the  more  familiar 
(at  least  tq  combustion  engineers)  time  constant  concept  is  as  follows  (24). 

1)  For  a  simple  first  order  system  with  no  delay,  the  continuous  syst'’-!'- 


(ii)  For  a  delayed  first  order  system,  the  equation 
(1  +  Tp)y(t)  -  Gi(t-b-c) 


(21) 


corresponds  to 

(1  -6w  ^)y^  -  w  ^^^t-b-l+  (22) 

where  =  G(l  -  <5^  and  =»  G(6  -  6^  *^) 

(iii)  Similarly,  a  continuous  second  order  system  with  delay  obeying  the 
equation 

(1  T^D)(l  +  T2D)y(t)  -  i(t-b-c) 

where  and  are  real  (rather  than  complex),  is  co-incident  with  the  discrete 
system  satisfying 

(l-S^w'^(l-S2w"Syj.  -  (<^0  ■  ■  V~^^^t-b-U 

where  -  e~^^^2  and 

OJ^  -  G(T^  -  T^)~^  {T^d-S^^"*")  -  T2(l-S2’-"‘')} 

oj^  -  G(T^  -  T2)"^'  {(Sj  +  S2)(Tj  -  T2)  +  ~  ''^1^1^  *^^^  *  ^2^^ 

0)2-0  S^S2(T^  -  12)"^'  {12(1  -  S^'^)  -  Tj(l  -  S^*")} 

NB  b  is  the  number  of  whole  increments  At  and  c  is  the  fraction,  hence  b  c  -  del 

Thus  using  equation  (22)  the  Z  transform  coefficients  at  Station  7  are 

equivalent  to  the  continuous  function  Eqn.  (21)  with  5  -  0.572,  c  -  0,  b  -  2 

gain  -  -  263,  and  the  corresponding  time  constant  T  -  (-  fn  6)  ^  -  1.79  secs. 

It  is  apparent  from  the  results  at  other  Stations  that  the  power  of  the  PRBS 

to  identify  two  or  more  time  constants  has  been  clearly  demonstrated. 

In  principle,  the  value  of  the  mixing  parameter  &(or  x^)  can  be  crudely 

obtained  from  the  location  of  the  maximum  of  the  variance  of  the  step  response 

(see  Ref.  25),  however  in  well  stirred  systems  such  as  the  gas  turbine  conliustor, 

the  location  of  the  maximum  is  so  close  to  zero  that  it  cannot  be  clearly 

distinguished.  The  equation  relating  the  location  of  this  maximum  to  3  for  a 

given  residence  time  TgC"  1/®)  i«  (25): 

t’  ^  -  (1/(0 -a))  In  (  (0  ♦  a)/2d)  v 

l«y(t)  »nax  ' 


Fig.  12  shows  Che  variance  of  a  sequence  of  concentration  steps  applied  to  the 
water  model  and  it  can  be  seen  that  Che  maximum  variance  is  located  close  to  zero. 


This  is  consistent  with  a  high  value  of  S  as  follows:  Taking  a  typical 
residence  time  Tg  a^l  sec,  and  8  >  100  gives  the  time  of  the  maximum  variance 
*'/<<y(t)>>  ■^0-0^  secs.  Fortunately  in  highly  stirred  systems  such  as  gas 

turbine  combustors  the  results  are  insensitive  to  the  exact  value  of  Tp(or  B) . 

In  fact,  the  combustion  efficiency  is  more  significantly  influenced  by  the 
uniformity  of  the  fuel  distribution,  whereas  the  production  of  NO^  may  be  more 
influenced  by  Che  joint  probability  distribution  of  concentrations  and 
temperature  (which  is  at  present  unknown),  than  by  the  exact  value  of  T^. 

Since  probability  distribuCions  tend  Cowards  gaussian  when  they  depend  on  the 
combination  of  several  other  probability  distributions,  almost  whatever  Che 
shape  of  the  separate  distributions,  it  is  likely  that  the  effects  of  the  pdf 
on  pollutant  formation  can  be  represented  by  a  set  of  about  five  parallel  stirred 
reactor  loops,  the  size  and  operating  conditions  of  each  weighted  according  to 
a  portion  of  the  gaussian  curve. 

If  an  accurate  estimate  of  throughout  the  combustor  is  required  it 

should  be  possible  to  extract  this  from  the  noise  term  in  Eqn.  (13).  Although 

the  auto-regressive  model  F  used  in  the  CLS  algorithm,  Eqn.  (16),  is  often  of 

-1  -1 

high  order,  this  is  to  ensure  that  F  =  (ADC  )  provides  an  adequate 
representation  of  the  rational  transfer  function  (ADC  ^)  .  Estimates  of  the 

noise  model  coefficients  d^  Cj^  can  however  be  obtained  by  including  an 
additional  step  in  the  GLS  algorithm.  This  would  consist  of  computing  the 
least  squares  estimate  of  dj^,  c-^  in  the  model 


e 


C 


D 

C  “t 


(22) 


where  Che  residuals  n^  are  considered  as  input  variables  and  the  deterministic 

“k  -I 

production  errors  -  z^  -  w  A  Bi^.  as  output  variables.  Both  and  n^. 

are  generated  within  Che  CLS  algorithm  and  hence  Tq  could  be  derived  from  the 
estitnates  associated  with  Eqn.  (22). 
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Further  developments  of  tracer  techniques  currently  being  investigated 
at  Sheffield  are  based  on  hot  combustion  systems.  In  the  first,  a  rapid 
response  (t»^0.1  sec)  infra  red  CO^  analyser  has  been  developed  to  study  the 
overall  chemical  reaction  dynamics  in  a  coal  fired  fluidized  bed  combustor. 

The  CO2  analyser  is  used  to  monitor  the  conversion  achieved  in  the  bed  in 
response  to  a  PRBS  input  of  coal  or  various  reacting  gases.  In  the  second 
study,  the  flow  reactor  network  in  a  hot,  high  intensity  combustor  is  to  be 
investigated  using  a  mercury  vapour  tracer  as  described  by  Topps  (26).  He 
demonstrated  that  the  vapour  may  be  generated  by  passing  brief  electrical 
discharges  through  twin  bore  refractory  tubing  filled  with  mercury  amalgam, 
and  subsequently  detected  by  the  absorbtion  of  light  generated  by  a  hollow 
cathode  mercury-neon  laiqp.  In  both  studies,  since  only  the  a  c  response 
signals  are  required,  long  term  stability  is  relatively  unimportant.  The 
experimental  results  using  the  methods  detailed  in  this  paper  will  be  reported  in  d 
course. 

At  this  point,  the  application  of  the  PRBS  stimulus  technique  to  the 
measurement  of  the  acoustic  admittance  (response  function)  of  burners,  rocket 
motors  and  propellants,  boiler  and  furnace  chambers,  etc.  should  be  mentioned. 

The  particular  advantage  is,  of  course,  associated  with  the  large  number  of 
disturbance  frequencies  generated  by  the  single  code. 

THEORY  (NON-LINEAR  SYSTEMS) 

The  representation  of  a  mixing  process  followed  by  the  non-linear  Arrhenius 

rate  equation  in  cascade  with  the  instrumentation  network  is  difficult  to 

analyse  experimentally  because  of  the  complexity  of  the  system.  However,  recent 

27  28 

results  in  non-linear  identification  theory  ’  have  shown  that  systems  of 
this  structure  can  be  identified  in  terms  of  the  individual  component  subsystems 
from  measurements  of  the  input  and  noise  corrupted  output  signals  only. 

Classically  identification  techniques  for  non-linear  systems  are  usually 
based  on  the  Volterra  series  description: 
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Z^(t)  i(t-T^)dT^  +  JJ  g2(T^,T2)  i(t-Tj)  i  (t-T2)dT^  dt. 


+ . +/  .  .  ./gm  (t^,  .  .  .  T^)  i  (t-T^)  .  .  , 


.  .  .  .  i  (t. -TjdT^  •  •  ^ 


I  w.  (t,)  +  n(t) 
k=l 


(23) 


.  20  .  ^ 
or  the  related  Wiener  expansion  ,  where  the  function  s  T,  ,'u-  .  T )  is  termed 

1  V  n 

the  Volterra  kemal  of  order  m  .  The  first  term  in  the  Volterra  series  is  the 
well  known  convolution  integral  associated  with  linear  systems  and  the  higher 
order  terms  reflect  the  non-linearity  of  the  process.  Unfortunately,  identification 
of  the  Volterra  kernals  often  involves  an  excessive  computational  requirement  and 
the  physical  interpretation  of  the  final  model  in  terms  of  the  components  of  the 
original  system  is  usually  difficult  to  achieve.  Consequently,  very  few 

authors  have  considered  the  identification  of  practical  systems  using  these 
techniques. 

27  28 

However,  recent  results  ’  have  shown  that  systems  composed  of  linear 
dynamic  and  static  non-linear  elements  can  be  identified  using  relatively  simple 
extensions  of  well  established  linear  techniques  in  a  manner  which  preserves 
the  system  structure  and  provides  estimates  of  the  individual  component  subsystems. 

In  the  present  study  only  the  cascade  non-linear  system'll lustrated,  in  Fig. 13. 
which  has  the  structure  of  a  stirred  reactor  network  will  be  considered.  The 
identification  problem  can  be  defined  as  identification  of  hj(t)  the  mixing 
dynamics,  F[']  the  Arrhenius  rate  equation  and  h2(t)  the  instrumentation  network 
from  measurements  of  ij^(t)  and  Zj(t). 

If  the  input  i-(t)  is  a  separable  process,  and  separability  is  preserved 
under  linear  transformation  for  ij{t),  then  the  first  degree  cross-correlation 
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function  is  given  by  ’ 

R,  .  (e)  =  CpgU  h2(9)h^(T^)  (£-0  -  T^)  d0  dTj  +  ^'e)  (24) 

Similarly,  correlation  between  the  input  squared  and  the  output  yields  the 

second  degree  correlation  function,  when  separability  is  preserved  under 

27  28* 

double  non-linear  transformation.  ’ 


R,2^  (g)  =  h2{0'h^(T^)  hj^  (T^)  ij(t-0-T^)  ij  (t-0-T2) 


i^  (t-£)  dT.dT.de  +  R.^  (c) 

I  12  ifcn 


(25) 


For  the  case  when  i^(t)  =  i(t)  +  b  where  i(t)  is  a  zero  mean  gaussian  white 
process  and  b  is  a  non  zero  mean  .evel  equations  (24)  and  (25)  reduce  to 

R.  z|  (e)  =  CpgJ  h^(Tph2(e-T  (26) 

h2z!^  (27) 

Cpc  =  +  2Y2bJhj(0)d0  +  3Y3J  hj  (0)  +  3Y3b^  J  h^  (T^)h^  (T2)dT^dT2  +  .  .  (28; 

CpFG  =  2Y2  +  6Y2bj’ h^(0)  d0  +  .  .  .  (29) 

where,  provided  h. (t)  is  stable  bounded-inputs-  bounded-outputs C  and  C„_„  are 
10  to  FFG 

constants,  f[-]  =  Z  Y'(‘)^  >  R-  (g) ,  R?  n(£)  tend  to  zero  when  n(t)  is 

i=l  in  1 

independent  of  the  input  and  the  superscript  '  is  used  to  indicate  a  zero  mean 
process . 

The  estimates  of  equations'  '  and  are  quite  independent  of  the  non¬ 

linear  element  F[']»  the  Arrhenius  rate  equation  in  this  case,  except  for  the 
constant  scale  factors  C  and  C  Correlation  analysis  thus  effectivcl'’ 

decouples  the  identification  problem  into  two  distinct  steps;  identification 
of  the  linear  subsystems  and  characterisation  of  the  non-linear  element. 

Since  we  effectively  have  two  equations  in  two  unknowns,  estimates  of  the 
individual  linear  subsystems  y^h^Ct),  Vi2h2(t),  where  and  y2  are  constants* 
can  be  obtained  from  equations  (26)  and  (27)  using  a  least  squares  decomposition 
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ilgorithn??  Once  the  linear  subsystems  have  been  identified  the 


input  and 


output  of  the  non-linear  element  are  effectively  knovm.  The  problem  is  therefore 
reduced  to  fitting  an  appropriate  function  to  the  non-linear  element  by 
minimising  the  sum  of  squared  errors. 

The  results  of  eqn.  (26)  and  (27)  also  provide  information  regarding  the 
system  structure,  or  position  of  the  non-linear  element  with  respect  to  the 
linear  subsystems.  If  the  system  is  linear,  =  0»  k  1  it  can  readily  be 
shown  that  R.2  ,  (£)  =  0  H  e  and  this  provides  a  very  convenient  measure  of 
linearity.  If  the  Ist.  and  2nd.  degree  correlation  functions  are  equal  except 
for  a  constant  of  proportionality,  then  the  system  must  have  the  structure  of 
the  Hammerstein  model  with  h^(t)  =  (S(t).  However,  if  the  2nd.  degree  correlation 
function  is  the  square  of  the  1st.  degree  correlation  function,  except  for  a 
constant  scale  factor,  the  system  must  have  the  structure  of  the  Wiener  model 
with  h2(t)  =  6(t).  Finally  if  none  of  the  above  conditions  hold  the  system 

may  have  the  structure  of  the  general  model  but  this  must  be  confirmed  by  residual 

30 

analysis  or  application  of  an  algorithm  by  Douce  . 

Although  the  results  presented  above  are  relatively  simple  to  compute, 

limitations  of  the  input  transducers  may  dictate  that  the  input  should  be  a 

pseudorandom  sequence  rather  than  a  gaussian  white  noise  process.  Unfortunately, 

the  results  of  eqns  (26)  and  (27)  do  not  hold  for  pseudorandom  input  sequences 

because  of  anomalieS^^ associated  with  the  higher  order  correlation  functions  of 

these  inputs.  However,  by  injecting  a  compound  input  defined  as  ij(t)  = 

X^(t)  +  X2(t)  analogous  results  can  be  obtained  by  isolating  the  correlation 

functions  associated  with  the  outputs  w^(t)  and  W2(t)  eqn.  (23),  of  the  fi;^t 

31 

two  Volterra  kernels  to  yield 


“x;  »;  (c)  -  ''2«>  ■*« 

■Y;/'  w'  •'i 


where  Xj^(t)  and  X2(t)  are  uncorrelated  =  0  H  X,  zero  mean  pseudorandom 
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sequences  with  autocorrelation  functions  (X)  «  6^6(X),i  ■  1,2.  The 

i^i 

disadvantage  of  this  approach  is  the  requirement  to  use  multilevel  compound 
inputs  K.  i.  (t)  in  order  to  isolate  R_i  f (E)  and  IL,ivi  ?  (e)* 

Since  the  results  of  equations  (30)  and  (31)  are  dependent  upon  Xj^(t)  and  X2(t) 

having  a  zero  mean  value  an  obvious  choice  of  input  would  be  a  compound  ternary 

sequence.  Pseudorandom  binary  sequences  can  however  be  used  but  the  non-zero 

mean  level  of  these  sequences  introduces  a  small  bias  into  the  estimate  of  eqn.  (31) 

This  bias  tends  to  zero  as  the  sequence  lengths  are  increased  and  will  be 

31 

negligible  in  most  applications. 

Thus  by  applying  the  above  results  to  the  stirred  reactor  network  it  should 
be  possible  to  identify  the  mixing  dynamics,  parameters  associated  with  the 
Arrhenius  rate  equation  and  the  dynamics  of  the  instrvjmentation  network  and  this 
would  undoubtedly  provide  a  considerable  insight  into  the  operation  of  the  process. 

CONCLUSION 

The  problem  of  macro* and  micro-mixing  in  combustors  has  been  studied  by 
PRPS  stimulus  tracer  response  techniques  using  a  water  model.  The  potential 
advantages  of  the  method  have  been  clearly  demonstrated  and  future  applications 
to  the  measurement  of  non-linear  system  parameters  presented. 

ACKNOWLEDGEMENT 

Financial  support  for  this  work  received  from  the  USAF/EOAR  Grant  No. 

78-0072  and  NCB  is  gratefully  acknowledged. 


-  20  - 


REFERENCES 


1.  Patankar,  S.V.  and  Spalding,  D.B.  ”A  Calculation  Procedure  for  Heat,  Mass 
and  Momentum  Transfer  in  Three-Dimensional  Parabolic  Flows",  Int.  J.  Heat 
and  Mass  Transfer,  15,  pp  1787-1806,  1972, 

2.  Swithenbank,  J.,  Turan,  A.,  and  Felton,  P.G.  "3-Dimensional  2-Pha3e 
Mathematical  Modelling  of  Gas  Turbine  Combustors"  SQUID(ONR)  Workshop 
"Gas  Turbine  Conijustor  Design  Problems"  Ed.  A.  Lefebvre,  1979. 

3.  Swithenbank,  J.,  Turan,  A.,  Felton,  P.G.  and  Spalding,  D.B.  "Fundamental 
Modelling  of  Mixing,  Evaporation  and  Kinetics  in  Gas  Turbine  Combustors" 
AGARD-CPP-275  Conijuator  Modelling  Conference,  Oct.  1979,  available  from 
National  Technical  Info  Service  (NTIS)  5285  Port  Royal  Rd.  Springfield 
Va  22161  U.S.A. 

4.  Swithenbank,  J.,  Poll.  I.,  Vincent,  M.W.  and  Wright,  D.D.  "Combustor  Design 
Fundamentals"  14th-  Symposium  (International)  on  Combustion  p.627.  The 
Combustion  Institute,  1973. 

5.  Spalding,  D.B.  "Development  of  the  Eddy  Break-up  Model  of  Turbulent 
Combustion"  16th.  Symposium  (International)  on  Combustion.  The  Combustion 
Institue  1976. 

6.  Fletcher,  R.S.  and  Heywood,  J.B.  "A  Model  for  Nitric  Oxide  Emissions  from 
Aircraft  Gas  Turbine  Engines"  AlAA  9th.  Aerospace  Sciences  Meeting, 

Paper  No.  71-123. 

7.  Pratt  D.T.  "Coalescence/Dispersion  Modelling  of  Gas  Turbine  Combustors" 
AGARD  Combustor  Modelling  Conference  Oct,  1979.  NTIS  5285  Port  Royal  Rd 
Springfield  Va  22161  U.S.A. 

9  Dankwerts,  P.V.;  Chem.  Eng.Sci.  2,  1,  (1953). 

9.  Beer,  J.M.  and  Lee,  K.B.  :  Tenth  Synqjosium  (International)  on  Combustion 
p.ll87.  The  Coobustion  Institute  1965. 

10.  Clarke,  A.E.  Gerard,  A.J.,  and  Holliday,  L.A.  :  Ninth  Symposium 
(International)  on  Combustion,  p.878.  The  Combustion  Institute,  1962. 

11.  Manning,  F.S.  and  Wilhelm,  R.G.  :  A.I.Ch.E.  Journal  9,  12  (1963). 

12.  Hazlerigg,  A.D.G.  and  Noton,  A.R.M.  "The  Application  of  Cross-correlating 
Equipment  to  Linear  System  Identification"  Proc.  lEE  112,  p.2385,  1'565. 

13.  Jones  ,  R.E.  and  Whight,  W.T.  :  Measurement  and  Control,  1,  287, 

14.  Billings,  S.A.  "Modelling,  Identification  and  Control  of  an  Electric  '.re 
Furnace"  Ph.D.  Thesis,  Univ.  of  Sheffield,  1975. 

15.  Godfrey,  K.R.  "The  Theory  of  the  Correlation  Method  of  Dynamic  Analysis 

and  its  Application  to  Industrial  Processing  and  Nuclear  Power  Plant" 
Measurement  and  Control,  2,  T65,  (1969). 

16.  Everett,  D.  "Periodic  Digital  Sequences  with  Pseudonoise  properties.”  G.B.C. 
Journal  of  Science  and  Technology,  33,  115  (1966) . 


-  21 


17.  Lee,  Y.W.  "Statistical  Theory  of  Communication"  John  Wiley  and  Sons, 
p.341  (1960). 

18.  Clarke,  D.W.  "Generalized-Least-Squares  Estimation  of  the  Parameters  of  a 
Dynamic  Model"  IFAC  Symposium  on  Identification,  Prague  (1967). 

19.  Williams,  B.J.  and  Clarke,  D.W.  "Plant  Modelling  from  PRBS  Experiments" 

Control  p.856  Oct  (1968). 

20.  Pratt,  D.T.  Private  Coimminication  (1979). 

21.  Spalding,  D.B.  "The  Art  of  Partial  Modelling"  Ninth  Symposium  (International) 
on  Combustion.  The  Combustion  Institute,  p833  (1962). 

22.  Turan,  A.  "A  Three-Dimensional  Mathematical  Model  for  Gas  Turbine  Combustors" 
Ph.D.  Thesis,  Sheffield  University,  1978. 

23.  Swithenbank,  J.,  Poll,  I.,  Vincent,  M.W.  and  Wright,  D.D.  "Combustor  Design 
Fundamentals"  Fourteenth  Symposium  (International)  on  Combustion.  The 
Combustion  Institute,  p.627  (1973). 

24.  Box,  G.E.P.  and  Jenkins  "Time  Series  Analysis  Forecasting  and  Control" 
Holden-Day,  San  Francisco  (1970). 

25.  Pratt,  D.T.  "Mixing  and  Chemical  Reaction  in  Continuous  Combustion" 

Progress  in  Energy  and  Combustion  Science.  Vol.l.  No.  2/3  (1976). 

26.  Topp’s ,  J.E.C.  "An  Optical  Technique  for  the  Investigation  of  Flow  in  Gas 
Turbine  Combustors  "Seventeenth  Symposium  (International  on  Combustion. 

The  Combustion  Institute,  1978. 

27.  Billings,  S.A.,  Fakhouri ,  S.Y.  ;"Theory  of  separate  processes  with 
applications  to  the  identification  of  non-linear  systems;  Proc.  TEE,  125,  1978, 
pp.  1051-1058, 

28.  Billings,  S.A.  Fakhouri,  S.Y. :''ldentification  of  systems  composed  of  linear 
dynamic  and  static  non-linear  elen^nts.  5th.  IFAC  Symp .  Darmstadt  1979. 

29.  Billings,  S.A.  Identi f ication  of  polynomic  systems';  lEE  Colloq.  Theory  and 
identification  of  polynomic  systems  ;  a  review,  Feb.  1980. 

30.  Douce,  J.L.  : "Ident i f ication  of  a  class  of  non-linear  systems  ;  IFAC  Symp. 

Tbi  I  iss  i  ,  19  76 . 

31.  Billings,  S.A.,  Fakhouri,  S.Y.  :"ldcntif ication  of  non-linear  system.^  using 
correlation  analysis  and  pseudorandom  inputs;  To  appear  Int.  J.  Systems 
Sci.  1980. 


22 


FT.LIIR.. 


isoii  .K't  V  C'.-ii  ,  ,  ^;i'-  !'/a  ;;vi  '.iHis  ni  comp'-'  iiig  stirrer 
or  [  I'r  fc'rr.niiCi' . 


CLOCK  PULSES 


NOISE 
n  (t) 

V 

INPUT  i(t) 

LINEAR 

SYSTEM  WITH 

y(t)  J 

IMPULSE  RESPONSE 
h  (t) 

OUTPUT 


TIME 


time,  s 


FIC'-R*'.  12.  Step  rc'Sponsv  out  pm  awrageti  wave  lorm  with  'onficiente  iirii;.> 


and  trend. 


END 


DATE 

FILMED 


DTIC 


